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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 




Mazdoor Kisan Shakti Sangathan 
"The Right to Information, The Right to Live" 
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AMENDMENT NO. 1 DECEMBER 1995 

TO 

IS 14160 : 1994 SIMAZINE WP - SPECIFICATION 

( Foreword, paras 2 and 3 ) — Substitute the following for the existing 
paras: 

'Simazine WP is used as a herbicide.' 

'Simaane WP is generally manufactured to contain 50 percent (m/m) of 
simazine. 1 

( Page 1, clause 3.1.1 ) — Substitute 'Simazine technical' for 'simazine, 
technical'. 



(FAD1) 



Reprography Unit, BIS, New Delhi, India 



Pesticides Sectional Committee, FAD 1 



FOREWORD 

This Indian Standard was adopted by the Bureau of Indian Standards, after the draft finalized by the 
Pesticides Sectional Committee had been approved by the Food and Agriculture Division Council. 

Cyfluthrin WP is used as in the control of pests of household and public health importance. 

Cyfluthrin WP is generally manufactured to contain 10 percent (mini) cyfluthrin. 

In the preparation of this standard, due consideration has been given to the provisions of the Insecticides 
Act, 1968 and Rules framed thereunder and Standards of Weights and Measures (Packaged Commodities) 
Rules, 1977. However, this standard is subject to the restrictions imposed under these, wherever ap- 
plicable. 

For the purpose of deciding whether a particular requirement of this standard is complied with, the final 
value, observed or calculated, expressing the result of a test or analysis, shall be rounded off in accordance 
with IS 2 : 1960 'Rules for rounding off numerical values (revisedy. The number of significant places 
retained in the rounded off value should be the same as that of the specified value in this standard. 
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1 SCOPE 

This standard prescribes the requirements and the 
methods of sampling and test for simazine WP. 

2 REFERENCES 

The following Indian Standards are necessary ad- 
juncts to this standard 

IS No Title 

1070:1992 Reagent grade waier (third 
revision) 

6940 : 1982 Method of test for pesticides and 
their formulations (first revision) 

8190 (Part 1) : Requirement for packing of pes- 
1988 ticides : Part 1 Solid pesticides 

(second revision) 

10627 : 1983 Method for sampling of pesticidal 
formulations 

14157 : 1994 Pesticide - Simazine, technical 



3 REQUIREMENTS 

3.1 Constituents 

3.1*1 The material shall consist of simazine, 
technical, together with suitable carrier(s), Sta- 
bilizers) and other formulant(s). 

3.1.2 Simazine, technical employed in the for- 
mulation of this material shall conform to IS 14157 
:1994. 

3.2 Description 

The material shall be in the form of a fine, free 
flowing, white to cream coloured homogeneous 
powder, free of extraneous impurities or added 
modifying agent(s). It shall wet readily on mixing 
with water providing a suspension for suitable use 
as spray. 

3.3 The material shall also comply with the re- 
quirements given in Table 1. 



Table 1 Requirements for Simazine WP 



SI No 


Characteristic 


Requirement 


Method of Test Ref to 


(1) 


(2) 


(3) 


(4) 





Simazine content, per- 


Nominal value as decalred on 


Annex A of IS 14157: 1994 




cent by mass (mini) 


the container (see 3.4) 




ii) 


Sieving material passing 
through 75-micron, IS 
Sieve, percent by mass 
(m/m),Min 


980 


11.1 of IS 6940: 1982 


iii) 


Suspensibility, percent 
bymass(m/m),Mm 


500 


Annex A of this standard 


iv) 


Acidity (as H2SO4), per- 


0-20 


11.3 of IS 6940: 1982 



v) 



cent by mass (m/m), Afar 

OR 

Alkalinity (as NaOH), 
percent by mass (mint), 
Max 

Wettability, in seconds, 
Max 



020 



120 



11.3 Of IS 6940 .1982 



11.4 of IS 6940: 1982 
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3.4 Simazine Content 

When determine by the method prescribed in 
Annex 'A ot \& l4l57 : 1994, the observed simazine 
content percent (mm) 6f arty df thft sampled <4hHU 
notdiffer frdmlth^decltfteti tibhritol VaJifcWy ttitffe 
than the toleraticelftnits/givertbeloW: ' \ ' 

Nominal Vfilue^ { lUi% n Jof^finfe Limits, 
Percent Percent 



,Up to 9 


+10 , 


u 




-$ 


of the 


AJxjve 9 and below SO 


±15 ] 


I nominal 
Value 


SO and above 


+ 5 

- 3 


\ 

\ 


4 PACKING ' 


I A 





Th^ material shall be packed in mild steel/tin 
plate/fibre board containers lined with LDPE of 
thickness not'legs than 0«62 mm. 1 In attrition. Aft 
gdneraf packing requirement^ as iivenih &819ti 
(Part 1):1988 shall'ilso b6 foJfowed. ; ( ' j 

5 MARKING ' 

5.1 The containers shall be securely closed and 
shall beat* legibly and indelibly the following infor- 
mation <and any other information as' id heteksaiy 
under the Insecticides Art, 1968 and Ruleg framed 
thereunder. 



a) 
b) 
c) 
d) 
<0 

g) 



Name of the material; 

Name of the manufacturer; 

Batch number: 

Date of manufacture; 

Date of expiry, 

Net mass of the contents; 

Simazine content percent (mlm)\ 



h) Cautionary notice worded as in the Insec- 
ticides Act. 1968 and Rules; and, , 

j) ^pi^r^iro^t^nCs) required under 
the Standards of Weights and Measures 

5.2 BISC^rtiltatfionMiiridng t > I 
The ? fRxlupt ttoayaiso:bd,marked with Standard 

S\l& The use of the Standard Mark is governed by 
the provisions of Bureau of Indian Satandards Act, 
i486 arid M ftufe ahBR^patiqns hiade th<?rt- 
urtdet 4 . Tlte details bf&n&itlqhs under which the 
tidftcfer6i>tfte^ 

< mi i *tnin*i i* >' w«ui\ueFsTn \ * >t » 
* S^MPWWpu* I *» • n Si in. M 

When fresfely manufactured material is offered for 
inspection, representative samples shall be drawn 

daj^bhfe inihuAtturlnfc Wflen'tjje m?t^a| j$ 
offered'tor ShsftecUon after 9() dlays of its n^anufac- 
tuHftg,jsaihplin£sh&U b£ dqpe as prescribed in IS 
f 6627: i$»3. HWeter, t^'teria for conformity of 
thte tnateirirf Wlien tested, sjiatf be t^ lipiits of 
tdteranteVai ap^lfcaW'byer the declared nominal 
vahie and gfven tender 3.4 of thjs standard 

7 FJESTS , » n i»i r 

7.1 A Je$ts,shall be carried out by the appropriate 
methods referred to in 3.3* 3.4 and Cpl 4 of Table 1. 

7*2 Quality of Reagents * « 

Unless specified otherwise, pure chemical and dis- 
tilled water (see IS 1070 : 1992) shall be employed 
in tests. | ' 

hdTfc * 'hire chenucals' shall mean chenucab that do not 
contain impurities which affect the results of analysis. 



ANNEX A 

[ Clause 3.3; and Table 1, Item (iii) ] 
DETERMINATION OF SUSPE^SIBIMTT 



A-l PROCEDURE 



li < x\ » 



A-l.l Weigh, out accurately in a 100 ml beaker an 
amount of stria pie to form a suspension containing 
S percent (m/v) of simazine. Proceed as described 
m 11.2 of IS 6940:1982. 



1 A*f.i ' Transfer ijuahtitatively the remaining 25 ml 
portion of suspension and sedjment into 250 ml 
Erlenmeyer fla^k ^iid proceed as described in IS 
tfl57:*904. 



Bureau of Indian Standards 

BIS is a statutory institution established under the Bureau of Indian Standards Act, 1986 to 
promote harmonious development of the activities of standardization, marking and quality 
certification of goods and attending to connected matters in the country. 

Copyright 

BIS has a copyright of all its publications. No part of these publications may be reproduced in 
any form without the prior permission in writing of BIS. This does not preclude the free use, in 
the course of implementing the standard, of necessary details, such as symbols and sizes, type or 
grade designations. Enquiries relating to copyright be addressed to the Director ( Publications ), BIS. 

Review of Indian Standards 

Amendments are issued to standards as the need arises on the basis of comments. Standards are 
also reviewed periodically; a standard along with amendments is reaffirmed when such a review 
indicates that no changes are needed; if the review indicates that changes are needed, it is taken 
up for revision. Users of Indian Standards should ascertain that they are in possession of the 
latest amendments or edition by referring to the latest issue of 'BIS Handbook 9 and "Standards 
Monthly Addition*. 

This Indian Standard has been developed from Doc : No. FAD 1 ( 4098 ) 
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